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R 220637Z MAY 78 
FM AMEMBASSY KIGALI 
TO SECSTATE WASHDC 6144 
INFO AMEMBASSY BRUSSELS 
AMEMBSSY CAIRO 
AMEMBASSY PARIS 
AMEMBASSY TRIPOLI 


LIMITED OFFICIAL USE KIGALI 773 

E.O. 11652: N/A 
TAGS: OVIP 

SUBJECT: PRESIDENT HABYARIMANA TO VISIT TRIPOLI 
REP: KIGALI 772 (NOTAL) 

1 . WE WERE ADVISED BY EGYPTIAN CHARGE THIS MORNING (AND 
WE SUBSEQUENTLY CONFIRMED HIS REPORT) THAT PRESIDENT WILL 
STOP OFF IN TRIPOLI ON ABOUT MAY 26, FOLLOWING HIS 
APPEARANCE AT PARIS FRANCOPHONE CONFERENCE AND A FEW 
DAYS' PRIVATE VISIT TO BELGIUM. 

2. ASSUME HABYARIMANA'S PURPOSE WILL BE TO SPRING LOOSE 
LIBYAN FUNDING FOR STALLED LUXURY HOTEL IN KIGALI, HELD 
UP FOR MANY MONTHS NOW IN DISPUTE OVER MODALITIES OF 
JOINT LIBYAN-RWANDAN BANKING SCHEME. HOWEVER, IT ALSO 
POSSIBLE HABYARIMANA WILL PROBE POSSIBILITY OF ADDITIONAL 
LIBYAN MILITARY TRAINING/ASSISTANCE. 

CRIGLER 

LIMITED OFFICIAL USE 


NNN 


Sheryl P. Walter Declassified/Released US Department of State EO Systematic Review 20 Mar 2014 



Sheryl P. Walter Declassified/Released US Department of State EO Systematic Review 20 Mar 2014 


Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 jan 1994 

Channei indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 22 may 1978 

Decaption Date: 01 jan 1960 

Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 20 Mar 2014 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1978KIGALI00773 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D78021 6-0507 

Format: TEL 
From: KIGALI 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1978/newtext/t19780534/aaaabcit.tel 

Line Count: 47 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 
Message ID: 91bf8a99-c288-dd11-92da-001cc4696bcc 
Office: ACTION AF 

Original Classification: LIMITED OFFICIAL USE 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: LIMITED OFFICIAL USE 
Previous Handling Restrictions: n/a 
Reference: 78 KIGALI 772 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 27 apr 2005 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 2618498 
Secure: OPEN 
Status: NATIVE 

Subject: PRESIDENT HABYARIMANA TO VISIT TRIPOLI 
TAGS: OVIP, RW, LY, (HABYARIMANA, JUVENAL) 

To: STATE 
Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/91 bf8a99-c288-dd1 1 -92da-001 cc4696bcc 
Review Markings: 

Sheryl P. Walter 
Declassified/Released 
US Department of State 
EO Systematic Review 
20 Mar 2014 

Markings: Sheryl P. Walter Declassified/Released US Department of State EO Systematic Review 20 Mar 2014 


Sheryl P. Walter Declassifled/Released US Department of State EO Systematic Review 20 Mar 2014 



